Vapour absorption Hood fitted to M.G. Machine

VAPOUR ABSORPTION

MILL VENTILATION

AIR FILTRATION

PULP DRYING

Fans for the Paper-making
Industry

Complete   Air-conditioning
Schemes
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Many Mills have proved beyond question, by fitting

TIONAt END-ON

to existing Vacuum Boxes, economy in maintenance
costs and improved efficiency result
We manufacture a type of cover to meet your particular requirements
and would welcome an opportunity of quoting you
JAKES ATHERTON (SYCAMORE) LTD.
BURY, LANCASHIRE